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Sirs 

I return herewith for correction the statement of "Trade 
Dollars Melted" transmitted with your letter of the 26th instant. 

Before you were instructed to forward this data,an effort 
was made to prepare such a statement here, from your Registers of 
Deposits. It was found, however, that in many instances trade 
dollars (as such) had been entered with gold bullion under "Gold 
Deposits", or among "Silver Deposits" without memoranda of either 
the number of ounces or pieces contained; and it was in order to 
ascertain these amounts that the information required for the 
table was requested of you. 


Please continue the statement from March lst to date. 


TS Very res pervLuLry; 
ny \ a MLA VY 20 
Acting Director of the Mint. 
Hon. Daniel M. Fox, 
Superintendent U. S. Mint, 


Philadelphia. 
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[Abstract:] Returns for correction Statement of Trade Dollars melted... 


Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
August 31, 1887 


Sir: 


I return herewith for correction the statement of ““Trade Dollars Melted” transmitted with 
your letter of the 26th instant. 


Before you were instructed to forward this data, an effort was made to prepare such a 
statement here, from your Registers of Deposits. It was found, however, that in many instances 
trade dollars (as such) had been entered with gold bullion under “Gold Deposits”, or among 
“Silver Deposits” without memoranda of either the number of ounces or pieces contained; and it 
was in order to ascertain these amounts that the information required for the table was requested 
of you. 


Please continue the statement from March Ist to date. 


Very respectfully, 
R.E. Preston 
Acting Director of the Mint. 


Hon. Daniel M. Fox, 
Superintendent U.S. Mint, 
Philadelphia. 
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Trade Dollars melted by the Mint at Philadelphia from ,18 ,to 1887. 
Date of Name of Depositor | Number of Standard Weight | Standard Weight | Remarks 
“Deposit” or | (individual, firm, pieces “deposits” | before Acting after melting 
“Purchase” | bank or other or “purchased” 
corporation.) 
(Each month to be The “number” 
added separately) will not be 
calculated from 
the weight. If not 
positively known 
the work 
“unknown” will 
be written, in 
each instance. 
Total 
Prepared by Check by 
(Sig.) .... (Sig.) .... 
(Position) .... (Position) .... 


Certified to be correct. 


Supt. of Mint. 





